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The  barometric  and  temperature  observations  for  1907 
are  taken  from  the  photographic  instruments. 

No  correction  for  capillarity  or  gravity  has  been  employ- 
ed in  the  barometric  observations,  so  as  to  make  them  com- 
parable with  previous  Toronto  Registers. 

In  the  hourly  barometric  readings  published  in  the 
Meteorological  Service  Report,  a  correction  of  +007  has 
been  employed  in  the  barometer  readings  for  capillarity. 

The  Thermograph  bulbs  are  8  feet  from  the  ground. 
The  wind  observations  are  taken   from  the  Anemograph 
at  the  Eastern  gap  of  Toronto  harbour. 

Of  late  years  Auroral  light  observations  have  been 
rather  dubious,  owing  to  the  electric  lights  in  the  city. 


TORONTO  OBSERVATORY. 


Lai.    tT  W  iN.      LoiiK-  •■>li-   '"'iii-  :^l.'>-">s.   W.      llciKlit  ->ttli<' 
haronietor  abov*^  tin-  sea,  ;ioO  ft.     The  ohscivatioiis 
art'  taken  on  7.">tli  Meridian  time. 

Meteorological   Report. 


JANUARY,   1907. 


RESULTS    OF    OBSERVATIONS. 


Mean  reading  of  the  barometer  32  F 

Highest        "        "     on  23rd  at  loh 

Lowest        "        "     on  20th  at  4.03 

Range  of  barometer  readini^s 

Temperature  of  dry  bulb 

Temperature  of  wet  bulb 

Highest  temperature  on  the  20th, 

Lowest  temperature  on  the  24th, 

Range  for  the  month 

Mean  of  the  highest  readings 

Mean  of  the  lowest  readings 

Mean  from  max.  and  min. 

Mean  daily  range 

Mean  humidity 

Mean  temperature  of  dew  point 

Mean  force  of  vapour 

Mean  wt.  of  vapour  in  a  cu.  ft,  of  air,  grains  i.o 

Mean  weight  of  a  cubic  foot  of  air,   grains  573.7 

Highest  solar  (Black  bulb)  on  the  6th  57.0 

Lowest  (Radiation)     on  the  24th 

Monthly  range 

Fall  of  snow  inches 

Number  of  days  in  which  snow  fell 

Fall  of  rain  inches 

Number  of  days  in  which  rain  fell 


Mean  for  the 
past 
1      68  years. 
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"        28.719 

30.270 
28.913 

'•542 
22.2 

1-357 
28yrs.  21.8 

21.0 
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JANUARY,    1907. 


The  total  number  of  miles  registered  during-  the  month 
was  1 1725.  Mean  velocity  15.8.  Highest  velocity  52  at 
I  I  h  on  the  20th.  Highest  daily  average  velocity  39.0  on 
the  20th.      Least  7.  i  on  the  30th. 

Mean  amount  ot  cloud  (an  overcast  sky  being  indi- 
cated by  i.o)  .79. 

In  the  month  of  January  the  highest  reading  of  the 
barometer  during  68  years  was  on  the  8th  in  1 866, 
and    was  30.940. 

The  lowest  was  on  the  2nd  in  1870  and  was  28. 166. 

The  highest  temperature  was  on  the  4th   in    1874, 

and    I  St  in    1876  and  was  57- 5- 

The  lowest  temperature  on   the    loth  in    1859,  -26.5. 

Greatest  rainfall  for  the  month  in  1843,        (inches)      4-295. 

Least  rainfall  for  the  month  in  1852  and  1856,  0.000 

Greatest  snowfall  for  the  month  in  187  i,  "  43-6 

Least  snowfall  for  the  month  in  1876,  "  3.2 

Greatest  number  of  days  in    which    rain    fell,     14    in    1890. 

Greatest  number  of  days  in  which  snow  fell,  23  in  186 1-7 1-93. 

TABLE  OF  DIFFERENCES. 

.Mean   barometric   pressure. 

Monthly  range, 

Mean  temperature, 

.Mean  daily  range, 

Total  rainfall, 

Total  snowfall 

Difference  from  average  in  amount  of  cloud,  +  .05 

Snow  fell  on  the  9th,  12th,  15th,  i6th,  17th,  18th,  20th,  22nd, 

24th,  25th,  29th,  30th,  and  31st. 
Heaviest  fall  from  i2h  45m  of  24th  to  i6h  15m  of  25th,  6  in. 
Rain  fell  on  the  3rd,  4th,  7th,  8th,   14th,  &  19th. 
Heaviest  falls  on  the  3rd,  0.950  and  7th,  0.750. 
Number  of  days  completely  clouded,  19 

Number  of  clear  days,  4 

Fog  on  the  3rd  and  8th. 

8  gales  during  the  month;  one  heavy  from  the  west  on  the  20th. 
Lightning  in  the  northwest  and  southwest  on  the  13th. 
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FEBRUARY,    1907. 

KESILTS    OF    OBSERVATIONS. 


Mean  reading-  of  the  barometer. .  .'uv 

Hig-hest        "        "     on  23rd  at  1 1.20 

Lowest         "        "      on  19th  at  iih 

Range  of  barometer  readings 

Temperature  of  dry  bulb 

Temperature  of  wet  bulb 

Highest  temperature  on  the  13th, 

Lowest  temperature  on  the  12th, 

Range  for  the  month 

Mean  of  the  highest  readings 

Mean  of  the  lowest  readings 

Mean  from  max.  and  min. 

Mean  daily  range 

Mean  humidity 

Mean  temperature  of  dew  point 

Mean  force  of  vapour 

Mean  wt.  of  vapour  in  a  cu.  ft,  of  air,  grains  0.7 

Mean  weight  of  a  cubic  foot  of  air,   grains  576.7 

Highest  solar  (Black  bulb)  on  the  20th  49-o 

Lowest  (Radiation)     on  the  12th  "~ii-5 

Monthly  range  60.5 

Fall  of  snow  inches       7.  i 

Number  of  days  in  which  snow  fell  9 

Fall  of  rain  inches     o.  i  50 

Number  of  days  in  which  rain  fell  3 
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The  total  number  of  miles  reg-istered  during  the  month 
was  10639.  Mean  velocity  15.8.  Hig^hest  velocity  49  at 
20  h  on  the  2nd.  Highest  daily  average  velocity  25.3  on 
the  3rd.      Least  5.3  on  the  7th. 


FEBRUARY,    1907. 


Mean  amount  of  cloud  (an  overcast  sky  being-  indi- 
cated by  i.o)  .62. 
In  the  month  of  February   the  hig^hest  reading^of  the 
barometer  during- 68  years  was  on  the  4th  in   1887, 
and    was                                                                                   30.522 
The  lowest  was  on  the  28th  in  1850  and  was                28.535 
The  hig-hest  temperature  on  the  4th    in  1890,                   53-8 
The  lowest  temperature  on  the  5th   in    1855,              -  25.4 
Greatest  rainfall  for  the  month  in  1842,        (inches)      3'625 
Least  rainfall  for  the  month  in  1 841 -46-56-73-77-1 901 :  0.000 
Greatest  snowfall  for  the  month  in  1846,              "              46.1 
Least  snowfall  for  the  month  in  185  i,                    "  2.4 
Greatest  number  of  days  in    which    rain    fell,     11    in    1857. 
Greatest  number  of  days  in  which  snow  fell,  21  in  1843. 

TABLE  OF   DIFFERENCES. 

Mean   barometric  pressure,  +0.057   inches 

Monthly  rang^e,  +0.232      " 

Mean  temperature,  ~  2.7 

Mean  daily  rang-e,  +0.74 

Total  rainfall,  -0.771    inches 

Total  snowfall  "9-4        inches 

Difference  from  average  in  amount  of  cloud,  -.06 

Rain  fell  on  the  ist,  2nd,  &  19th. 

Heaviest  fall  on  the  19th,  .080. 

Snow  fell  on  the  5th,  9th,   loth,   13th,   14th,   15th,  20th,  24th, 

and  26th. 
Heaviest  fall,  on  the  20th,  3.0 

Number  of  days  completely  clouded,  9 

Number  of  clear  days,  5 

Robins  seen  in  park  on  the  ist. 
6  g-ales  during-  the  month;  one  heary  from  the  northwest   on 

the  10th. 


MARCH,    1907 


Mean  for  the 

RESULTS    OF    OBSERVATIONS.  past 
;      68  years. 


Mean  reading^  of  the  barometer. .  .inches  29.644  29.61 1 

Hig-hest        "        "          on  31st  at  24h,"       30.080  30.130 

Lowest         "        "          on  19th  at  i8h,"       28.946  28.922 

Range  of  barometer  reading-s*                          ••i34  1.708 

Temperature  of  dry  bulb                                      33-7  28yrs.  29. 1 
Temperature  of  wet  bulb                                      31-2 

Highest  temperature  on  the  28th,                     ^i3-9  5^-~ 

Lowest  temperature  on  the  7th,                           5.8  -  2.7 

Range  for  the  month                                             58.1  54-9 

Mean  of  the  highest  readings                              40.9  3S-^ 

Mean  of  the  lowest  readings                               27.0  21.4 

Mean  from  max.  and  min.                                    33-9  28.6 

Mean  daily  range                                                     '3-9  ^4-39 

Mean  humidity                                                            78  78 
Mean  temperature  of  dew  point                         27.  i 

Mean  force  of  vapour                                inch  0.158  0.136 
Mean  wt.  of  vapour  in  a  cu.  ft,  of  air,  grains  1.7 
Mean  weight  of  a  cubic  foot  of  air,   grains  557.2 
Highest  solar  (Black  bulb)  on  the    28th          75.0 


Lowest  (Radiation) 

on    the  7th                         0.6 

Monthly  range                   -                                       74-4 

Fall  of  snow                                              inches        3.3 

11.4 

Number  of  days  in  which  snow  fell                         5 

10.4 

Fall  of  rain                                              inches      1.800 

1-503 

Number  of  days  in  which  rain  fell                           9 

6.7 

No  of  hours  in   the       N. 

N.E.      E.    1  S.E.       S.      |S.  W.      W. 

In.w.     c. 

month  in    which   the  1 

1                         1             1 

wind  was                             151   j    43       227  1    82     ,      4      j     37     1    93 

loi      6 

The  total  number  of  miles  registered  during  the  month 
was  10202.  Mean  velocity  13.8,  Highest  velocity  48  at 
23  h  on  the  19th.  Highest  daily  average  velocity  27.3  on 
the  2nd.      Least  6.7  on  the  28th. 


MARCH,    1907. 


Mean  amount  of  cloud  (an  overcast  sky  being-  indi- 
cated by  i.o)  -65. 

In  the  month  of  March  the  hig^hest  reading  of  the 
barometer  during  68  years  w  as  on  the  24th  in  1906, 
and    was  30-5o8. 

The  lowest  was  on  the  19th  in  1859  and  was  28.286. 

The  highest  temperature  on  the  26th  in  1842,  70-3- 

The  lowest  temperature  on  the  3rd  in    1868,  -  15.6. 

Greatest  rainfall  for  the  month  in  1859,        (inches)      4.054. 

Least  rainfall  for  the  month  in  1856,  "  0.000. 

Greatest  snowfall  for  the  month  in  1870,  "  62.4 

Least  snowfall  for  the  month  in  1858,  &  1903    "  0.2 

Greatest  number  of  days  in    which    rain    fell,     17    in    1878. 

Greatest  number  of  days  in  which  snow  fell,  21  in  1877. 

TABLE  OF  DIFFERENCES. 
Mean  barometric  pressure,  +0.033   inches 

Monthlv  range,  "0.574 

Mean  temperature,  +4.6 

Mean  daily  range,  ~0-49 

Total  rainfall,  +0.297  inches 

Total  snowfall  -  8.  i         inches 

Difference  from  average  in  amount  of  cloud,  -  .02 
Rainfellontheist,  2nd,  12th,  14th,  17th,  19th,  24th,  26th  &  27th 
Heaviest  falls,  .620  on  the  26th,  and  .410  on  the  27th. 
Snow  fell  on  the  2nd,  3rd,  5th,  14th,  and  19th. 
Heaviest  fall,  2.5  inches  on  the  5th, 
Number  of  days  completely  cloudetl,  6 

Number  of  clear  days,  4 

Fog  on  the  iith.  Thunderstorm  on  the  24th  ih  lom  to  ih 
40m,  also  on  the  26th  at  5h  35m  and  i9h,  continuing  for 
some  time  with  constant  lightning  and  very  heavy  rain 
23h  14m  to  23h  40m.  .'\uroral  light,  class  (iv)  on  the  i.ith. 
Crows  heard  on  the  5th.  5  gales  during  the  month.  Very 
mild  weather  22nd  to  30th.  On  the  5th,  furious  blizzard 
of  wind  and  snow,  i6h  1  5m  to  17I1  15m.  21st.  Lvmar  halo 
at    2  2h    30m. 


APRIL,    1907. 

RESULTS    OF    OBSERVATIONS. 


Mean  reading-  of  the  barometer.,  .'um 

Hig^hest        ♦•        "  on  I  St  at  8  h 

Lowest         "        "  on  loth  at  6h 

Rang-e  of  barometer  readings 

Temperature  of  dry  bulb 

Temperature  of  wet  bulb 

Highest  temperature  on  the  29th, 

Lowest  temperature  on  the  jnd, 

Range  for  the  month 

Mean  of  the  highest  readings 

Mean  of  the  lowest  readings 

Mean  from  max.  and  min. 

Mean  daily  range 

Mean  humidity 

Mean  temperature  of  dew  point 

Mean  force  of  vapour 

Mean  wt.  of  vapour  in  a  cu.  ft,  of  air,  grains  1.9 

Mean  weight  of  a  cubic  foot  of  air,   grains  550.5 

Highest  solar  (Black  bulb)  on  the  29th  82.5 

Lowest  (Radiation)     on  the  2nd  12.5 

Monthly  range  70.0 

Fall  of  snow  inches        1.2  2.5 

Number  of  days  in  which  snow  fell  3  3.5 

Fall  of  rain  inches      1.970  1         2.108 

Number  of  days  in  which  rain  fell  10  9.8 


,  Mean  for  the 
1             past 
1      68  years. 
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29.600 
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"         28.976 

30.071 
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69.0 

18.2 
50.8 

44^5 

68.4 
19.7 
48.7 
48.9 

31-4 
38.0 

'3-1 

32.8 

40.8 

16.06 

72 

70 

29.1 
inch   0.166 

0.186 

No  ot  hours   in    the  1     N.     IN.E.!     E.       S.E.I     S.       S.  W. :     W.    'N.W.I     C. 

month   in    which   the  I 

wind  was  j87       ^4_       i  ^6       ::a        68        40    i    7^       I07        O 


The  total  number  of  miles  registered  during  the  month 
was  10353.  Mean  velocity  i4-4-  Highest  velocity  37  at 
17  h  on  the  i6th.  Highest  daily  average  velocity  26.6  on 
the  7th.      Least  5.3  on  the  12th. 


APRIL,    1907. 

Mean  amount  of  cloud  (an  overcast  sky  beings  indi- 
cated by  i.o)  .57. 

In  the  month  of  April  the  hig'hest  reading  of  the 
barometer  during^  68  years  \\  as  on  the  20th  in  1897, 
and   was  30,308. 

The  lowest  was  on  the  2nd  in  1863  and  the  28th   in 

1887  and  was  •  28.704. 

The  higfhest  temperature  on  the  22nd  in  1842,  89.8. 

The  lowest  temperature  on  the  2nd  in   1857,  5.9. 

Greatest  rainfall  for  the  month  in  1850,        (inches)      4.720. 

Least  rainfall  for  the  month  in  1881,  "  0.075. 

Greatest  snowfall  for  the  month  in  1857,  "  12.9 

Least  snowfall  for  the  month  in  1 843-56-58-70-87-88-90-9 1,0.1 

Greatest  number  of  days  in    which    rain    fell,     17    in    187 1. 

Greatest  number  of  days  in  which  snow  fell,  1 1  in  1857. 

TABLE  OF  DIFFERENCES. 

Mean  barometric  pressure,  -0.060  inches 

Monthly  range,  +0.127      " 

Mean  temperature,  ""4-3 

Mean  daily  range,  -  2.96 

Total  rainfall,  -0.138  inches 

Total  snowfall  ~  i-3        inches 

Difference  from  arerage  in  amount  of  cloud,  -  .01 

Rain  fell  on  the  4th,  7th,  8th,   loth,    12th,    i6th,    24th,    25th, 

29th,  and  30th. 
Heaviest  fall  on  the  30th,  -59" 

Snow  fell  on  the  12th,   13th,  and  i6th. 
Heaviest  fall  on  the  12th,  0.6 

Number  of  days  completely  clouded,  10 

Number  of  clear  days,  5 

4  gales  during  the  month. 

29th,  thunder  and  lightning  during  the  night. 
30th,  rumbling  of  thunder  between  5h  and  6h. 
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MAY, '1907 

Mean  for  the 

RESULTS    OF    OBSERVATIONS.  past 

68  years. 

Mean  reading  of  the  barometer. .  .inches  29.609  29.578 

Highest        *'        "          on   2ndat8h.     "     29.944  29.968 

Lowest         "        "          on  27th  at  7  h.  "      29.056  29.154 

Range  of  barometer  readings                  "        0.888  0.814 

Temperature  of  dry  bulb                                      47.9  28)^8.53.4 
Temperature  of  wet  bulb                                      42.8 

Highest  temperature  on  the  i8th                       74-7  77-9 

Lowest  temperature  on  the  12th                        27.2  30.9 

Range  for  the  month                                             47-5  47- o 

Mean  of  the  highest  readings                              56.5  61.4 

Mean  of  the  lowest  readings                               39-0  42.9 

Mean  from  max.  and  min.                                    47-8  52.2 

Mean  daily  range                                                     17.5  18.46 

Mean  humidity                                                            64  70 
Mean  temperature  of  dew  point                         35-6 

Mean  force  of  vapour  inch  0.219  0.280 
Mean  wt.  of  vapour  in  a  cu.  ft,  of  air,  grains  2.6 
Mean  weight  of  a  cubic  foot  of  air,  grains  540.3 
Highest  solar  (Black  bulb)  on  the  14th  92.2 
Lowest  (Radiation)  on  the  12th  21.0 
Monthly  range                                                          71.2 

Fall  of  snow                                              inches        1.6  o.  i 

Number  of  days  in  which  snow  fell                         2  0.4 

Fall  of  rain                                                inches    1.765  2.960 

Number  of  days  in  which  rain  fell                         10  12.4 
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The  total  number  of  miles  registered  during  the  month 
was  8791.     Mean  velocity  11.8.   'Highest  velocity  40  between 
16  and  17  h  on  the  27th.      Highest  average  velocity   23.5   on 
27th.      Least  4.5  on  7th. 


MAY,    1907 

Mean  amount  of  cloud  (an  overcast  sky  being  indi- 
cated by  i.o)  .48. 

In  the  month  of  May  the  highest  reading^  of  the 
barometer  during-  68  years  was  on  the  2nd  in  1849, 
and   was  30.214. 

The  lowest  was  on  the  6th  in  1861  and  was  28.644. 

The  highest  temperature  on  the  30th  in  1895,  93'4- 

The  lowest  temperature  on   the  3rd  in    1867,  24.6. 

Greatest  rainfall  for  the  month  in  1894,        (inches)      9.365. 

Least  rainfall  for  the  month  in  189 1,  "  0.495. 

Greatest  snowfall  for  the  month  in  1875,  "  3.1 

Least  snowfall  for  the  month  in  1863-84-1903-08,  o.  i 

Greatest  number  of  days  in    which    rain    fell,    23    in    1890. 

Greatest  number  of  days  in    which    snow    fell,    5    in     1907. 

TABLE  OF  DIFFERENCES. 

Mean  barometric   pressure,  +0.031    inches 

Monthly  range,  +0.074      " 

Mean  temperature,  ~5-5 

Mean  daily  range,  -0.96 

Total  rainfall,  -1.195   inches 

Total  snowfall  +  i-5        inches 

Difference  from  average  in  amount  of  cloud,  -  .09 

Rain  fell  on  the  4th.  loth,  15th,   19th,  22nd,  23rd,  25th,  26th, 

28th,  and  29th. 
Heaviest  fall  on  the  26th,  0-93O 

Snow  fell  on  the  4th  and  roth. 
Heaviest  fall  on  the  4th,  1.5 

Number  of  days  completely  clouded.  3 

Number  of  clear  days,  6 

Auroral  light,  class  (iv)  on  the  13th,   i8th,  and   i<)th. 
Fog  on  13th,  26th,  and  27th. 

3  gales  during  the  month:  one  heavy  from  the  west  on  27th. 
Heavy  thunderstorm  with  rain  on  the  26th  from  19  h  to  19  h 

40  m,  accompanied  by  a  lieavy  sc|uall. 
Flurries  of  snow  on  the  19th,  20th,  and  27th. 


14 


JUNE,   1907. 


RESULTS    OF    OBSERVATIONS. 


Mean  for  the 

past 

68  years. 


Mean  reading-  of  the  barometer. .  .inches  29.553 

Highest        "        '•  on   17th  at  8  h 

Lowest        "        "  on  5th  at  3  h. 

Range  of  barometer  readings 

Temperature  of  dry  bulb 

Temperature  of  wet  bulb 

Highest  temperature  on  the  i8th 

Lowest  temperature  on  the  7th 

Range  for  the  month 

Mean  of  the  highest  readings 

Mean  of  the  lowest  readings 

Mean  from  max.  and  min. 

Mean  daily  range 

Mean  humidity 

Mean  temperature  of  dew  point 

Mean  force  of  vapour 

Mean  wt.  of  vapour  in  a  cu.  ft,  of  air,  grains  4.5 

Mean  weight  of  a  cubic  foot  of  air,   grains  522.7 

Highest  solar  (Black  bulb)  on  the  24th  1  12.3 

Lowest  (Radiation)  on  the  7th  39.1 

Monthly  range  73-2 

Fall  of  snow  inches  o 

Number  of  days  in  which  snow  fell  o 

Fall  of  rain  inches    1.220 

Number  of  davs  in  which  rain  fell  8 


hes  29.553 

29-572 

"  29.807 

29.909 

"  29.017 

29.163 

"   0.790 

0.746 

63.2 

28yrs.64.o 

57.6 

85.0 

86.4 

45-' 

40. 1 

39-9 

46.3 

72.0 

71.4 

54-6 

52.2 

^^3- 3 

61.8 

17.4 

19.19 

70 

73 

52.8 

inch  0.403 

0.418 

II. 8 


No  ot  hours  in  the 
month  in  which  the 
wind  was 


59 


N.E.I     E.    •  S.E.        S. 
26       240  j    41         34 


S.  W.i     W.     N.W. 


151 


98      63       8 


The  total  number  of  miles  registered  during  the  month 
was  8173.  Mean  velocity  11.3.  Highest  velocity  33  at  9h. 
on  1 2th.  Highest  average  velocity  21.2  on  5th.  Least  6.5 
on  2oth. 


»5 
JUNE,   1907. 

mean  amount  of  cloud  (an  overcast  sky   being-  indi- 
cated by  i.o)  .41 
In    the  month   of  June  the  hig-hest  reading  of  the 
barometer  during- 68  years  was  on  the  15th  in  1884, 
and   was                                                                          30.132 
The  lowest  was  on  the  25th  in  1902  and  was                28.875 
The  highest  temperature  on  the  27th  in  1901,                  97- ' 
The  lowest  temperature  on  the   loth   in    1842,               28.1. 
Greatest  rainfall  for  the  month  in  1870,        (inches)      8.090 
Least  rainfall  for  the  month  in  1864,                      "           0.570 
Flurries  of  snow  in  1859. 

Greatest  number  of  days  in    which    rain    fell,    22    in    1869 
Greatest  number  of  days  in    which    snow    fell,    2    in    1859 

TABLE  OF  DIFFERENCES. 

Mean  barometric  pressure,  -0.019  inches 

Monthly  range,  +0.044      " 

Mean  temperature,  -0.8 

Mean  daily  range,  ~  '•79 

Total  rainfall,  -  1.567  inches 

Total  snowfall  o  inches 

Difference  from  average  in  amount  of  cloud,  -  .  12 

Rain  fell  on  the  ist,  4th,   5th,    19th,    2rst,    23rd,    26th,    29th, 

and  30th. 
Heaviest  fall  on  the  19th,  0.900, 

Number  of  days  completely  clouded,  6 

Number  of  clear  days,  8 

Fog  on  I  St,  5th,  2oth,  23rd,  28th.  and  29th. 
Thunderstorms  on  the  19th  and  23rd. 
3  gales  during  the  month. 

19th,  thunder  and  lightning  with  heavy  rain,    i5h.    35m.    to 
i7h.  45m.,    2:?rd,  thunder  in  the  morning  with  light  rain. 


i6 


JULY,   1907. 

RESULTS    OF    OHSKRVATIONS. 


Mean  for  the 

past 

68  years. 


Mean  reading  of  the  barometer. .  . 

Highest        "        *'  on  3rd  at  i  i 

Lowest         "        "  on  26th  at  4 

Range  of  barometer  readings 

Temperature  of  dry  bulb 

Temperature  of  wet  bulb 

Highest  temperature  on  the  i6th 

Lowest  temperature  on  the  ^th 

Range  for  the  month 

Mean  of  the  highest  readings 

Mean  of  the  lowest  readings 

Mean  from  max.  and  min. 

Mean  daily  range 

Mean  humidity 

Mean  temperature  of  dew  point 

Mean  force  of  vapour 

Mean  wt.  of  vapour  in  a  cu.  ft,  of 

Mean  weight  of  a  cubic  foot  of  air 

Highest  solar  (Black  bulb)  on  the 

Lowest  (Radiation)  on  tiie 

Monthly  range 

Fall  of  rain 

Number  of  days  in  which  rain  fell 


inches   29.508  29.586 


h.  "   29.755 

29.888 

h.   "      29.149 

29.241 

"        0.606 

0.647 

68.8 

28yrs.68.9 

62.3 

88.8 

89.8 

49.8 

47-5 

39- 0 

42-,^ 

78.8 

77-4 

58.8 

57.9 

68.8 

67.6 

19.8 

19.46 

69 

72 

57-5 

inch  0.482 

0.488 

air,  grams  5.2 

,    grains  515.8 

7th 
ith 

inches 


106.5 

44-7 

61.8 

2.030 

9 


3-033 
1 1.2 


No  of  hours  in  the 
month  in  which  the 
wind  was 


N.       N.E. 

74  I   23 


E. 
114 


».E.  i    S, 
14       40 


S.  VV.  j    w. 

169     98 


N.W.I     C. 
171       41 


The  total  number  of  miles  registered  during  the  month 
was  6917.  Mean  velocity  9.3.  Highest  velocity  34  at  16  h. 
on  2oth  and  at  7  h.  on  26th.  Highest  average  velocity  20  4 
on  26th.     Least  1.2  on  31st. 


JULY,    1907. 

mean  amount  of  cloud  (an  overcast  sky   being  indi- 
cated by  i.o)  .40. 

In    the    month    of  July  the  hig-hest  reading  of  the 
barometer  during  68  years  was  on  the  7th  in  1892, 
and    was  30.192. 

The  lowest  was  on  the  8th  in  1900  and  was  29.094. 

The  highest  temperature  on  the  19th  in  1854,  98.0. 

The  lowest  temperature  on   the    12th   in    1843,  3^-7- 

Greatest  rainfall  for  the  month  in  1841,        (inches)      8.150. 

Least  rainfall  for  the  month  in  1868,  "  0.510. 

Greatest  number  of  days  in    which    rain    fell,     16    in    1861, 
1866,   1870,   1880  and  1902. 

TABLE  OF   DIFFERENCES. 

Mean  barometric   pressure,  -0.078  inches 

Monthly  range,  -0.041      " 

Mean  temperature,  -0.1 

Mean  daily  range,  +0.34 

Total  rainfall,  -  1.003  inches 

Difference  from  average  in  amount  of  cloud,  -  .09 

Rain  fell  on   the    iith,    1  Jth,    15th,    i6th,    22nd,    25th,    26th, 

and  3 1  St. 
Heaviest  fall  on  the  22nd,  4"7o> 

Number  of  days  completely  clouded,  2 

Number  of  clear  days,  5 

Auroral  light  on  class  (iv)  on  the  loth  and  27th. 
Thunderstorms  on  the  6th,  25th,  26th,  and  31st. 
3  gales  during  the  month. 
27th,  a  very  brilliant  meteor  in  N-W.  dropping  straight  down 

and  burstiuir  like  a  rocket  at  22h.  .oini. 


i8 


AlHU'ST,    1907. 


KESULTS    OF    OBSERVATIONS. 


Mean  reading  of  the  barometer. .  .inches   29.625 

Highest        "        "  on  15th  at  7  h.  "     29.959 

Lowest         "        "  on  2nd  at  2  h 

Range  of  barometer  readings 

Temperature  of  dry  bulb 

Temperature  of  wet  bulb 

Highest  temperature  on  the  7th 

Lowest  temperature  on  the  28th 

Range  for  the  month 

Mean  of  the  highest  readings 

Mean  of  the  lowest  readings 

Mean  from  max.  and  min. 

Mean  daily  range 

Mean  humidity 

Mean  temperature  of  dew  point 

Mean  force  of  vapour 

Mean  wt.  of  vapour  in  a  cu.  ft,  of  air,  grains  4.4 

Mean  weight  of  a  cubic  foot  of  air,   grains  521.9 

Highest  solar  (Black  bulb)  on  the  13th  io5-5 

Lowest  (Radiation)  on  the  23rd  43-7 

Monthly  range  61.8 

Fall  of  rain.  inches    1.085 

Number  of  davs  in  which  rain  fell  ^ 


29.244 

0.715 
65.1 

58.3 
86.0 
49.0 
37-0 

74-3 

55-5 

64.9 

18.8 

68 

52-9 
inch  0.410 


.Mean  for  thi- 

past 

68  years. 

29.617 

29.908 

29.258 

0.650 

28yrs.  66.9 

86.9 

45-7 
41.2 

75-6 

57-0 

66.3 

18.67 

74 

0.483 


2.791 
I  i.o 


No   of  hours   in   the 
month  in   which    the 
wind  was 

N. 
148 

N.E. 
40 

E. 
140 

S.E. 

^3 

s. 
51 

|s;  W. 

[156 

■  w.  ■ 

72 

N.W. 
90 

C. 

34 

The  total  number  of  miles  registered  during  the  month 
was  7092.  Mean  velocity  9.5.  Highest  velocity  34  at  15  h. 
on  13th.  Highest  average  velocity  21.9  on  25th.  Least  4.0 
on  loth. 


19 
AUGUST,   1907 


mean  amount  of  cloud  (an  overcast  sky  being"  desig"- 

nated  by  i.o)  .34. 

In  the  month  of  Aug"ust  the  higfhest  reading-  of  the 
barometer  during-  68  years  was  on  the  i6th  in 
1880,   and    was  30.042. 

The  lowest  was  on  the  27th  in  1864  and  was  29.099. 

The  highest  temperature  on  the  24th  in  1854,  99.2. 

The  lowest  temperature  on   the    i8th  in    1855   '^"'^ 

27th  in  1870,  40.0. 

Greatest  rainfall  for  the  month  in  1878,        (inches)      7.090. 

Least  rainfall  for  the  month  in  1874  &  1894,      "  0.380. 

Greatest  number  of  days  in    which    rain    fell,     19    in    1872. 

TABLE  OF  DIFFERENCES. 

Mean  barometric  pressure,  +0.008  inches 

Monthly  range,  +0.065      " 

Mean  temperature,  -  1.8 

Mean  daily  range,  +0-i3 

Total  rainfall,  -  1.706  inches 

Diflference  from  average  in  amount  of  cloud,  -  .  15 

Rain  fell  on  the  ist,  2nd,   i6th,  20th  and   27th. 

Heaviest  fall  on  the  i6th,  0.440  inches 

Number  of  days  completely  clouded,     •         2 

Number  of  clear  days,  9 

Fog  on  I  ith  19th  and  20th. 

Thunderstorms  on  the  ist  and  i6th. 

4  gales  during  the  month. 

i()th  Parhelia  at  6  h.  45  m. 


skfti:mhkr,  1907 


lUvSn.TS     OF     OBSI'RVATIONS. 

Mean  readinj^  of  the  barometer. ..  inches   29.583 

Hig"hest        "        "  on  1 3th  at  10  h 

Lowest         "        "  on  24th  at  4  h 

Rang^e  of  barometer  readings 

Temperature  of  dry  bulb 

Temperature  of  wet  bulb 

Hig^hest  temperature  on  the  20th 

Lowest  temperature  on  the  20th 

Range  for  the  month 

Mean  of  the  highest  readings 

Mean  of  the  lowest  readings 

Mean  from  max.  and  min. 

Mean  daily  range 

Mean  humidity 

Mean  temperature  of  dew  point 

Mean  force  of  vapour 

Mean  wt.  of  vapour  in  a  cu.  ft,  of  air,  grains  4.6 

Mean  weight  of  a  cubic  foot  of  air,   grains  525.  i 

Highest  solar  (Black  bulb)  on  the  15th  loo.o 

Lowest  (Radiation)  on  the  26th  36.2 

Monthly  range  63.8 

Fall  of  rain  inches  4.800 

Number  of  days  in  which  rain  fell  14 


Mean  for  thi 

past 

68  years. 

hes  29.583 

29.666 

"     29.903 

30.  036 

"     28.954 

29.  I  85 

0.949 
61. 1 

0.85. 

28vrs.  60. 

56-9 
81.9 

82.7 

4>-3 

35-6 

40.6 
68.0 

47.1 
67.2 

54-6 
61.3 

13-3 
78 

49-7 

58.4 

17-56 

7« 

53-4 

inch  0.425 

o-  3^J^ 

3- '95 
II. 4 


No  of 

hours    in 

the 

N. 

I^.E.I 

E. 

S.E. 

s. 

s.  w. 

w. 

N.W. 

c. 

month 

in    which 

the 

wind  was 

55 

26 

191 

34 

16 

IT4 

127 

90 

67 

The  total  number  of  miles  registered  during  the  month 
was  8028.  Mean  velocity  11. 14.  Highest  velocity  36  at  9  h. 
on  25th.  Highest  average  velocity  26.0  on  25th.  Least  2.4 
on  5th. 


SEPTEMBER,    1907 


mean  amount  of  cloud  (an  overcast  sky   beingf  indi- 
cated by  i.o) 
In  the  month  of  September  the  highest  reading-  of 
the  barometer  during  68  years  was  on  the  22nd  in 
1904,   and    was 
The  lowest  was  on  the  —  in  1848  and  was 
The  highest  temperature  on  the  2nd  in  1898, 
The  lowest   temperature  on   the  23rd  in    1896, 
Greatest  rainfall  for  the  month  in  1843,        (inches) 
Least  rainfall  for  the  month  in  1897,  " 

Greatest  number  of  days  in    which    rain    fell,     19    in    1907 


.62. 


30.243 

28.863 

97.1 

27.6 

9. 760 

0-395 


TABLE  OF   DIFFERENCES. 


Mean   barometric  pressure, 
Monthly  range, 
Mean  temperature, 
Mean  daily  range, 
Total  rainfall. 


-0.083  inches 

+  0.098      " 

+  0.6 

-  4.26 

+  1.605   inches 


Difference  from  average  in  amount  of  cloud,  +  .12 

Rain  fell  on  the  ist,  2nd,   loth,   i  ith,   12th,   i6th,   19th,    20th, 

24th,  27th,  28tc,  29th,  and   30th. 
Heaviest  falls  on  the  loth,    1.740,   and    1.040  on  the   28th. 
Number  of  days  completely  clouded,  9 

Number  of  clear  days,  2 

Thunderstorms  on  the  1st  and  5th  and  rumbling  of  thunder 

on  the  20th  during  the  afternoon,   also  on  the   28th   with 

heavy  rain  between  the    17th  and  18th    hours;   this  was  a 

cold  stormy  day. 
6  gales  during  the  month. 
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OCTOBER,   1907 


RESULTS    OF    OBSERVATIONS. 


Mean  for  the 

past 

68  years. 


Mean  reading  of  the  barometer. .  .inches  29.672 

Highest        •*        "  on  31st  atqh.  "     30.162 

Lowest        "        "  on  7th  at  2 1  h 

Range  of  barometer  readings 

Temperature  of  dry  bulb 

Temperature  of  wet  bulb 

Highest  temperature  on  the  3rd 

Lowest  temperature  on  the  26th 

Range  for  the  month 

Mean  of  the  highest  readings 

Mean  of  the  lowest  readings 

Mean  from  max.  and  min. 

Mean  daily  range 

Mean  humidity 

Mean  temperature  of  dew  point 

Mean  force  of  vapour 


29.065 

1.097 

45-0 

41-5 

69.2 

-25-9 

43-3 

37-1 

44-7 

15-2 

76 

37- 1 
inch  0.233 


Mean  wt.  of  vapour  in  a  cu.  ft,  of  air,  grains  2.6 

Mean  weight  of  a  cubic  foot  of  air,   grains  544.6 

Highest  solar  (Black  bulb)  on  the  3rd 

Lowest  (Radiation)  on  the  26th 

Monthly  range 

Fall  of  snow  inches 

Number  of  days  in  which  snow  fell 

Fall  of  rain  inches 

Number  of  davs  in  which  rain  fell 


86.2 

17.8 

68.4 

o 

o 

1-975 
7 


i      29.650 

30. 1 10 

29.064 

1 .  046 

28yrs.48.5 

70-3 

25-5 
44.8 

54-0 

38-6 

46.3 

15-43 

79 

■        0.258 


0.6 

1.6 

2.42 1 

•5 


12. 


No  ot 

ho 

urs   in 

the 

N. 

N.E. 

E. 

S.E, 

S. 

s.  w. 

vv. 

N.W. 

c. 

month 

in 

which 

the 

wind  was 

162 

21 

66 

20 

48 

124 

186 

I  I  I 

6 

The  total  number  of  miles  registered  during  the  month 
was  8690.  Mean  velocity  11.7.  Highest  velocity  31  at  loh. 
on  8th.  Highest  average  velocity  22.3  on  8th.  Least  4.6 
on  3rd. 
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OCTOBER,   1907 


mean  amount  of  cloud  (an  overcast  sky  being  indi- 
cated by  i.o)  .49. 

In  the  month  of  October  the  highest  reading-  of  the 
barometer  during  68  years  was  on  the  28th  in  1847, 
and   was  30.396. 

The  lowest  was  on  the  14th  in  1893  and  was  28.227. 

The  highest  temperature  on  the  15th  in  1897,  85.7. 

The  lowest  temperature  on  the  31st  in    1844,  i5-9- 

Greatest  rainfall  for  the  month  in  1849,        (inches)      5.965. 

Least  rainfall  for  the  month  in  190 1,  "  0.560. 

Greatest  snowfall  for  the  month  in  1844,  "  12.0 

Least  snowfall  for  the  month  in  1856-76-79-87-93,  o.  i 

Greatest  number  of  days  in    which    rain    fell,    22    in    1864. 

Greatest  number  of  days  in    which    snow    fell,    7    in    1869, 

TABLE  OF  DIFFERENCES. 

Mean  barometric  pressure,  +0.022   inches 

Monthly  range,  +0.051      " 

Mean  temperature,  ~3>5 

Mean  daily  range,  -0-23 

Total  rainfall,  -0.446  inches 

Total  sncnvfall  •     -0.6        inches 

Difference  from  average  in  amount  of  cloud,  -.12 

Rain  fell  on  the  3rd,  4th,  5th,   6th,  7th,    loth,  and  27th. 

Heaviest  fall  on  the  27th,  0.625, 

Number  of  days  completely  clouded,  6 

Number  of  clear  days,  6 

Fog  on  I  St,  7th,  15th,  22nd,  25th.  30th, and  31st. 

I  gale  during  the  month. 

Heavy  hoar  frost  ov\  the  morning  of  the  9th. 

Thunderstorm  on  the  ipth  with  vivid  lightning. 

Sheet  lightning  on  the  iith  in  south  and  southeast  at  2oh. 

Heavy  hoar  frost  with  ice  on  the  21st. 
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NOVEMBER,   1907. 

RESULTS    OF    OBSERVATIONS. 

Mean  reading-  of  the  barometer.,  .inches  29.628 
Highest  "  "  on  24th  atSh.  "  30.046 
Lowest  "  "  on  7th  at  4  h.  "  29.047 
Range  of  barometer  readings  *'        0.999 

Temperature  of  dry  bulb  37-3 

Temperature  of  wet  bulb  34-8 

Highest  temperature  on  the  21st  51.  i 

Lowest  temperature  on  the  30th  21.  i 

Range  for  the  month  30.0 

Mean  of  the  highest  readings  42.2 

Mean  of  the  lowest  readings  32.3 

Mean  from  max.  and  min.  37-2 

Mean  daily  range  10.2 

Mean  humidity  80 

Mean  temperature  of  dew  point  31-2 

Mean  force  of  vapour  inch  0.180 

Mean  wt.  of  vapour  in  a  cu.  ft,  of  air,  grains  2.0 
Mean  weight  of  a  cubic  foot  of  air,  grains  552.6 
Highest  solar  (Black  bulb)  on  the  4th  72.0 

Lowest  (Radiation)  on  the  30th  14.7 

Monthly  range  57.3 

Fall  of  snow  inches       0.9 

Number  of  days  in  which  snow  fell  3 

Fall  of  rain  inches   3.430 

Number  of  days  in  which  rain  fell  1 1 


1   Mean  for  the 
past 
68  years. 

29.625 

30-165 

28.975 

I.  190 

28yrs.  37. 1 

57-H 
'3-5 
44-3 
41.9 
29.9 

35-9 

12.05 

80 

o.  178 


4.6 

7-3 

2.479 

10.2 


No   of  hours   in    the        ^ 
month  in    which    the   I 
wind  was 


93 


N.E.       E.     I  S.E, I     S. 
72    j    82         20        33 


s.  w, 
104 


w. 


N.W.I     C. 


163  I   141        12 


The  total  number  of  miles  registered  during  the  month 
was  9462.  Mean  velocity  13.  i.  Highest  velocity  40  at  6h. 
on  7th.  Highest  average  velocity  31.8  on  7th.  Least  2.6 
on  1 8th. 


NOVEMBER,   1907. 


Mean  amount  of  cloud  (an  overcast  sky  being-  indi- 
cated by  i.o)  .69. 

In  the  month  of  November  the  hig-hest  reading-  of  the 
barometer  during  68  years  was  on  the  30th  in  1887, 
and   was  30.592. 

The  lowest  was  on  the  19th  in  1857  and  was  28.452. 

The  highest  temperature  on  the  3rd  in  1903,  70.2. 

The   lowest  temperature  on   the  30th   in    1875,  -  5,0. 

Greatest  rainfall  for  the  month  in  1846,        (inches)      5.805. 

Least  rainfall  for  the  month  in  1894,  "  0.190. 

Greatest  snowfall  for  the  mctnth  in  1873,  "  19.6 

Least  snowfall  for  the  month  in  1863,  o.  i 

Greatest  number  of  days  in    which    rain    fell,     16    in    1877. 

Greatest  number  of  days  in  which  snow  fell,  18  in  1869-73-92. 

TABLE  OF  DIFFERENCES. 

Mean   barometric   pressure,  +0.003  inches 

Monthl}-  range,  -o.  191 

Mean  temperature,  +0.2 

Mean  daily  range,  -  1.85 

Total  rainfall,  +0.951    inches 

Total  snowfall  -3-7        inches 

Difference  from  average  in  amount  of  cloud,  -  .05 

Rain  fell  on  the   2nd,    3rd, ^  4th,   6th,   7th,    loth,    20th,    21st, 

26th,  27th-and  28th, 
Heaviest  fall  on  the  2nd,  1.810 

Snow  fell  on  the  13th,  29th,  and  30th. 
Heaviest  fall  on  the  29th,  0.4 

Number  of  days  completely  clouded,  12 

Number  of  clear  days,  3 

Auroral  light,  class  (iii)  with  arch  and  streamers  on  the  3rd. 
Fog  on  9th,  12th,  and  i8th. 
6  g-ales  during  the  month:  one  iieavy  from  the  west  on  8th. 
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DECEMBER,   1907 


RESULTS    OF    OBSERVATIONS. 


Mean  reading-  of  the  barometer.,  .inches   29.565 

Highest       "        "         on  4th  at  1 1  h. 

Lowest        "        "  on  23rd  at  i7h, 

Rang-e  of  barometer  readings 

Temperature  of  dry  bulb 

Temperature  of  wet  bulb 

Highest  temperature  on  the  loth 

Lowest  temperature  on  the  4th 

Range  for  the  month 

Mean  of  the  highest  readings    . 

Mean  of  the  lowest  readings 

Mean  from  max.  and  min. 

Mean  daily  range 

Mean  humidity 

Mean  temperature  of  dew  point 

Mean  force  of  vapour 

Mean  wt.  of  vapour  in  a  cu.  ft,  of  air,  grains  1.5 

Mean  weight  of  a  cubic  foot  of  air,   grains  559.6 

Highest  solar  (Black  bulb)  on  the  22nd  72.0 

Lowest  (Radiation)  on  the  4th 

Monthly  range 

Fall  of  snow  inches 

Number  of  days  in  which  snow  fell 

Fall  of  rain 

Number  of  davs  in  which  rain  fell 


,   Mean  for  the 
past 
68  years. 

hes  29.565 

29.646 

"       30051 
"      28.707 

30.228 
28.936 

'•344 
30-4 
28.6 

1.292 
28yrs.  27.6 

47.1 

47.6 

7.0 

-2.3 

40. 1 

49.9 

34-8 

32.1 

24.8 

19.7 

30.4 

25-9 

lO.O 

83 

12.33 
82 

25^7 

inch  0. 144 

0.128 

4.4 
67.6 
19.9 

12 

inches    ^015 
8 


13.2 

'•532 
6.:; 


No  of  hours  in  the 
month  in  which  the 
wind  was 


N. 

66 


N.E. 

54 


E. 

74 


S.E. 

44 


s.     s.w.    w. 

I      I 

12     1    71       286 


N.W.I     C. 
128        9 


The  total  number  of  miles  registered  during  the  month 
was  1 1555.  Mean  velocity  15.5.  Highest  velocity  50  at  loh, 
i2h,  and  i3h  on  the  14th.  Highest  daily  average  velocity 
40.4  on  the  14th.      Least  5.6  on  the  4th. 
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DECEMBER,   1907. 


Mean  amount  of  cloud  (an  overcast  sky  being  indi- 
cated by  i.o)  .82. 

In  the  month  of  December  the  highest  reading  of  the 
barometer  during  68  years  was  on  the  ist  in  1887, 
and    was  30.  ^94. 

The  lowest  was  on  the  9th  in  1855  and  the    14th   in 

1856  and  was  28.459. 

The  highest  temperature  on  the  31st  in  1875,  61.0. 

The  lowest  temperature  on   the  21st  in    1871,  -21.0. 

Greatest  rainfall  for  the  month  in  1841,        (inches)      6.600. 

Least  rainfall  for  the  month  in  1840  &  1845,      "  0.000. 

Greatest  snowfall  for  the  month  in  1872,  "  38.0 

Least  snowfall  for  the  month  in  1877,  "  0.3 

Greatest  number  of  days  in    which-  rain    fell,     14    in    1889. 

Greatest  number  of  days  in  which  snow  fell,  24  in  1872. 

TABLE  OF  DIFFERENCES. 

Mean   barometric  pressure,  -0.081    inches 

Monthly  range,  +0.052      " 

Mean  temperature,  +2.8 

Mean  daily  range,  -  2.33 

Total  rainfall,  +  1-483   inches 

Total  snowfall  +6.9        inches 

Difference  from  average  in  amount  of  cloud,  +  .05 

Rain  fell  on  the  8th,  9th,  15th,  23rd,  25th,  27th.  28th,  &  30th. 

Heaviest  fall  on  the  30th,  0.930. 

Snow  fell  on  the  ist,  3rd,  4th,   loth,   iith,   12th,    14th,    15th, 

[6th,  23rd,  25th,  and  30th. 
Heaviest  fall,  on  the  14th,  8.0 

Number  of  days  completely  clouded,  19 

Number  of  clear  days,  o 

Don  river  frozen  over  on  the  2nd. 
Fog  on  the  6th,  9th,   15th,  and  very  dense  from  q. 30  to  noon 

on  the  30th. 
9  gales  during  the  month;  one  heavy  from   the    east    on    the 

14th;  another  heavy  from  the  west  on  the  31st. 
A  heavy  east  and  northeast  storm  with  drifting  snow  on   the 

14th,  continued  all  day. 
Parhelia  on  the  i8tli  at    T6h. 
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SUMMARY  OF  OBSERVATIONS,    1907. 


RESULTS    OF    OI5SERVATIONS. 


Mean  reading"  of  the  barometer. ..  inches  29.617 
Highest        "        "  on  23rd  February     30.416 

Lowest         "        "  on  23rd  December  28.707 

Range  of  barometer  readings  '-709 

Temperature  of  dry  bulb  44-2 

Temperature  of  wet  bulb  40- 5 

Highest  temperatui-e  on  the  i6th  July,  88.8 

Lowest  temperature  on  the  24th  January,  -  io.o 
Range  for  the  year  98.8 

Mean  of  the  highest  readings  51-6 

Mean  of  the  lowest  readings  36.7 

Mean  from  max.  and  min.  44-2 

Mean  daily  range  14.8 

Mean  humidity  75 

Mean  temperature  of  dew  point  36.  2 

Mean  force  of  vapour  inch  0.251 

Mean  wt.  of  vapour  in  a  cu.  ft,  of  air,  grains  2.7 
Mean  weight  of  a  cubic  foot  of  air,  grains  545. 1 
Highest  solar  (Black  bulb)  on  June  24th  i  12.3 
Lowest  (Radiation)     on  January  24th  -  13.9 

Yearly  range  1 26. 2 


Mean  for  the- 

past 
iH   vrars. 

29.619 

30-370 
28.  709 

1. 66 1 
28yrs.  45. 1 

9' -3 
-  I  2.  I 

103.4 
52.0 

35-9 

44.0 

16. 1 

77 

o.  264 


Fall  of  snow 


inches 


Number  of  days  in  whiv  h  snow  fell 

Fall  of  rain  inchet 

Number  of  davs  in  which  rain  fell 


52-0 

66.0 

47 
5-560 

63.0 
26.875 

100 

1 12.9 

No  of  hours  in  the 
year  in  which  the 
wind  was 


E.       S.E. 


IS.W. 


1319  656  1677  459    365  [1182 


W.     N.W. 


c. 


I572II34I  189 


The  total  number  of  miles  registered  during  the  year 
was  111,627.  Mean  velocity  12.8.  Highest  velocity 52  at  iih 
and  i2h  on  the  20th  of  January.  Highest  daily  average 
velocity,  40.4  on  the  14th  of  December.  Least  1.2  on  the 
31st  of  July. 
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SUMMARY,    1907 


The  maximum  monthly  mean  heig-ht  of  the  barometer 

was  in  February,  1906  and  was  inches   29.819. 

The  minimum  was  in  March,  1859  and  was  inches  29.412. 
The  maximum  yearly  mean   heig^ht  of  the  barometer 

was  in  1849,  and  was  inches     29.668. 

The  minimum  was  in  1864,  and  was  "  29,560. 

Greatest  monthly  range  of  barometer,  January,  1870,  2.046. 
Least  "  1'       "  "  June,  1841,   0.425. 

Highest  reading  of  barometer  on  January  8th,  1866,  30.940. 
Lowest  "        "  "  "  January  2nd,   1870,    28.166. 

Extreme  range  2.774. 

The  highest  temperature  was  on  August  24th,  1854,  99.2 
The  lowest  "  "      "January  loth,   1859,    -26.5. 

Highest  adopted  mean  temperature  of  amonth,  July  1868,  75.8 
Lowest  "  "  "  "      "  February,  1875,  10.2 

Highest  "  "  "  "  year,  1898,   47.2. 

Lowest  "  "  "  "  "       1875,   40.8. 

The  greatest  fall  of  rain  in  a  month  was  in  September 

1843,  and  was  inches  ().76o. 

The  greatest  number  of  days  in  which  rain  fell  in  one 

month  was  in  May,   1890  and  was  23. 

Greatest  fall  of  rain  in  one  vear  was  in  184 -5,  inches  43- 555- 
Least  "     "     "     "      "      "        "     ',    1874,        "        I7-574- 

Greatest  number  of  rainy  days  in  one  year  in  1890,  145. 

Least  "  "      "  "      "    "       "      "    184T,  80. 

Greatest  fall  of  snow  in  a  month  was  in  March,  1870,  62.4  in. 
Greatest  number  of  days  in  which  snow  fell  in  a  month 

was  in  December,   1872  and  was  24. 

Greatest  fall  of  snow  in  one  \  ear  was  in  1870,  inches  122.9 
Least  "     "      "      "      "       "        "     "  1899,       "  31-8. 

Greatest  number  of  days  of  snow  in  one  year  in  185c),  87. 
Least  "  "       "    "       "       4  4    i.       4.      .4     1848,         T,:),. 


w 

;^ 
p 

Q 
P 

o 

O 

O 
P5 

o 

W 
o 
-^ 


o  =^  =. 
-^  —  cr^ 


c;  Ci  i^ 


05  ^; 


CO   -f   X 
O   fC   "N 


—•OX 


i-H    QC  ^ 


1— 1 

IC 

05 

I— 1 

1—1 

-f 

CO 

X 

X 

P3 
I— 1 

CO 

1-H 

rH 

to 

CO 

X 

CO 
I— 1 

^H 

to 

^   '2 


5j  01  -  c 


M   -M   —   — 


lO   -M   —   -^   .-•   .-• 
"M   -M   n   —   ~   — 


X   X   l^   _^ 


<N   (M   ^   'M   — I   -*- 


■M   'M   -H   'M   ,— 


s;  ^  ?i 


X    Cvl    C^ 


;h  ^ 


.   1  U5   '*   '® 

,2.  1  tO  *j  CO 

'  ■       "^   r^   1— ( 


X  '^.  n 

'^2  5 


X 

1-H 

5q 

?s 

I-H 

?^ 

X 

X 

O 

o 

-M 

-^ 

X 

^ 

5l 

^ 

CO 

^ 

*2 
?1 

O 

05 

X 

ot 

CO 

ei 

"^1 

X 

-+ 

'^1 

1> 

0 

d 

•^ 

6 

o 

00 

ON 

X 

~ 

. 

vO 

0 

0 

t^ 

■^ 

a. 

» 

o 

t^ 

M 

X 

M 

H 

^ 

" 

lO 

0 

00 

N 

'^ 

ro 

X 

^ 

0 

« 

0 

0 
On 

pj 

pj 

0^ 

CO 

0 

vq 

On 

rh 

^ 

0 

1> 

■<^ 

«>. 

vO 

ON 

^ 

t^ 

t^ 

On 

CO 

^ 

*  ■ 

lO 

hh' 

d 

1^ 

w 

00 

' 

'^ 

■^ 

*-« 

•I 

*-< 

*-• 

0 

0 

-■ 

■^ 
i^ 

q 

p1 

0 

ON 

>n 

0 

0 

ti 

0 

^ 

0 

0 

X 

lO 

00 

t-. 

<N 

" 

m 

t^ 

'X) 

M 

t^ 

ON 

'4- 

0 

CO 

N 

"^ 

■  . 

1  ^. 

" 

«l 

00 

ir) 

VD 

0 

co 

CO 

0^ 

X 

0 

" 

■^ 

00 

00 

00 

^ 

t^ 

ON 

Tl- 

vO 

t-« 

c 
o 


OS 


I- 


J3 

u. 

J2 

n 

P 

K 

3 
bJ2 

0) 

Xi 

o 

cu 

5 

D 

'J 

o 

01 

< 

\n 

O 

y. 

•a 

3 
C 
"■*-> 

c 
o 

u 


o 


< 

Q 

X 
U 
< 

Z 

o 

Q 
W 
Q 
(^ 
O 
U 
w- 

w 

X 

c« 

O 
H 

D 

O 

< 
H 
O 
H 


ON 


X 


|3 
go 


i^    vO 


ro       -       VO 


O         ►-         "O 

l^    ^     o 


X 


s^ 

' 

" 

" 

N 

M 

r^ 

(N 

- 

■- 

Pi 

to 

1^ 

t^ 

t^ 

'O 

>o 

r^< 

d  1 

CO   1 

x' 

6 

0 

ri 

q 
1^ 

0 

i^ 

0 

0^ 


X 


c 
o 


o            "/    9     ".     °     'r  7  o  f    o    ^ 

"        <->       t^      r^     -^      0\      IT)  O^  (^      i^      n 

t^       '       fi       6       6       t^     o6  6  -       -■ 

q      lo    T}-    ^_      *?    °.     '^  o  ^  o     ^^     o~ 

r^    o     "?    o     o  ^^  "f"?^    o    ^ 

X                                           t>      -  «  (js  t^               „ 

Tt-      ro      -        -^      CTi^"^  ^  "/>  t^      ro 

(j\      i-O      "       t^      O       C^  "-  ir.  ih      -^ 

X         >0  1^  lO  N 

(5i     ic  t>.  vd  d^ 

"irj     N  i^^i  O  F^ 

'i-      dN  "  00  ro 

rj-        d^,                   -■         «■         I-^        -t-       ~  (j-.  X*                     f^y 

XO^'^v-OCTnOCT'OOq 

^       d^      ^      "       ""       t^      t^      ri-  x'  d^      I-* 


4 

N 

N 
4 

0 

0 

0 
0 

d 

X 

d^ 

lO 

vd 

d^ 

tn 

to 

X 

x" 

On 

0 

to 

X 

6^ 

^ 

0 

x' 

*>• 

ro 

ro 

vd 

0 

d 

to 

CO 

q 

en 
d\ 

CO 

CI 

d 

0^ 
vd 

to 

d^ 

to 

CO 

X 
CO 

0 

0 

d^ 

^     1 

O 

! 

c< 

0 

CO 

0 

00 

vq 

On 

On 

X 

X 
4 

0 

00 

0 

PI 

CO 
00 

to 

00 
to 

X 

d 

to 

00 

0 

d^ 

- 

00 

fc 


— 

>^ 

V 

ci 

CL 

a 

c 

^ 

< 

S 

a>        p        r- 


a 


3 

-r     3     _ 
— ,    <    c/3    O 


m 

<u 

Xi 

n 

r- 

£ 

1> 

(i> 

> 

f; 

o 

<i> 

Z 

Q 

33- 


SUMMARY  OF  SUNSHINE. 


1907. 

Number  of 
days  on 

which 
Sunshine 

was 
recorded. 

Total 
Number 

of 
Hours. 

Percentage 

of 
Sunshine. 

Mean  for  the 

Number 
of  Hours. 

past  26  years. 

Percent- 
age of 
sunshine. 

January 

16 

71-7 

-'4-7 

79.1 

26 

February 

22 

I  16.8 

39-7 

108.5 

36 

March 

25 

121. 0 

32.7 

149-3 

42 

April 

H 

158.0 

39-1 

192.5 

4' 

May 

29 

223.7 

48.9 

229.7 

48 

June 

29 

234.6 

50-7 

255-7 

57 

July 

30 

270.7 

57-8 

280.1 

61 

Aui^ust 

30 

261.3 

60.4 

251-9 

58 

September 

27 

165.  I 

44.0 

209.8 

58 

October 

30 

177.6 

52.0 

148.7 

43 

November 

19 

78.4 

27.0 

85-4 

22 

December 

16 

42.1 

'5-1 

63.6 

^?s 

Year 

297 

I92I.O 

43-0 

2054.3 

48 
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